To:  Enders,  Jhana[Enders. Jhana@epa.gov] 

Cc:  Foster,  Althea[Foster.Althea@epa.gov];  Loesel,  Matthew[loesel. matthew@epa.gov];  Torres, 

Michael[torres. michael@epa.gov];  Latham,  Benjamin[Benjamin. Latham@WestonSolutions.com]; 
Rinehart,  Jon[rinehart.jon@epa.gov] 

From:  Bernier,  Roberto 

Sent:  Sat  8/1 5/2015  3:55:23  AM 

Subject:  RE:  8/15-16  204s  Gold  Mine 

Thxs  Jhana 

Sent  from  my  Windows  Phone 


From:  Enders,  Jhana 

Sent:  8/14/2015  9:54  PM 

To:  Bernier,  Roberto 

Cc:  Foster,  Althea;  Loesel,  Matthew;  Torres,  Michael;  Latham.  Beniamin;  Rinehart,  Jon 

Subject:  Re:  8/15-16  204s  Gold  Mine 

Please  add  Juan  Ibarra/EPA/2 14-665-8493  to  Team  2.  Thanks. 

Sent  from  my  iPad 

On  Aug  14,  2015,  at  7:57  PM,  Bernier,  Roberto  <bemier.roberto@epa.gov>  wrote: 


No  Irrigation  Sediment  Sampling  going,  but  yes  water  supply. 

Roberto 

<204-R6  Gold  King  Residential  Water  Sampling  08-15-2015-draft2.docx> 
<204-R6  Gold  King  NMED  Water  Testing  08-15-2015-draft2.docx> 
<204-R6  Gold  King  River  Water  Sampling  08-15-2015-draft2.docx> 
<204-R6  Gold  King  Water  Supply  08-1 5-20 15-draft2.docx> 
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